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. WASHINGTON, D.C. 20505 . 
DCI/IC 75-2619 © 
Intelligence Community Staff . _. , 27 August 1975 


MEMORANDUM FOR: Members of the USIB Ad Hoc Coordinating Group 


SUBJECT : Security Clearance 


1. We have been informed that Mr. Edward Roeder, born 


STATOTHR Do iis 20 longer employed on 
the staff of the House Select Committee. 


2. Accordingly, Mr. Roeder no longer requires and is no 
longer authorized access to classified material: Please inform 
appropriate personnel in your department and remove his name 
' : from the list of staff personnel of the House Select Committee on 
‘Intelligence who have been briefed for compartmented vafor mation STATOTHR 


Major Genera et. ) 
Acting: Deputy és the DCI for 
_ the Intelligence Community 
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